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Q- report on the Siemens Works in Budapest. 

The report contains information on the leading officials, the labor force, 
further on production figure^ raw material conditions, products, and 
e^qiorts to the USSR and Soviet bloc countries, particularly to Czechoslovakia, 
Poland, and Hungary. A layout sketch of the plant is attached to the report. 
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H UNSARY . 

Economio/Ml li tary /Scientific , 

The Siai/iENS V/orks, BUDAPEST . 

1, This works is located at 128 GYOlviROI UT., BUDAPEST, 

Current production includes 

(1) Electric switchgear; | j svfitchgear desj jnad 

for voltages up t« 350v and for 60, 100, and 200 amps. - these 
were for i [ cranes (mainly for dockyards) up to 10 uons. 

(ii) Electric motors up tc 200 h.p* 

(iii) Blower equipment (using SIEIENS motors) for steel works, 
power stations and locomotives, 

(iv) Blame-proof switchboxes for mines, 

(v) Cables - power trensmission and telec-ornuunication, 

(vi) Electric furnaces for steel works. Capacity about 
200 cu.m, temperature up to 2,000°C, 

(vii) Shell cases and fuses. The shell cas'^o r/ero 105 
r-jid the fuses impa-c'j, 

(viii) Domestic .appliances, including washing machines. 

2. I n ’fcho v/orks employed 4,000 persons^ of 

these about 800 wore ong.agcd on motor production; 1,200 in 
tho cable works, and 300 in the dopajptment manufacturing shell 
casos, fuses ajid possibly other secret milita,ry equipment. 
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3. Production figures and Destinations . 

^tho following .approximate production 

figures* 

(a) Motors ; l-10h,p. 8-10,000 per year. Above lOh.p. very" 

approximately 50 per year, 

(b) Blov/or equipment ; No figures, production largely exported 
to U.S.S.R., CZECHOSIOV/JCIA and PODjUUD. 

(c) Cables ; A considerable quajitity of various types made fer 
the Hungf^jian Army. Proauction of PUPIN cables (copied from 
G.E.C.) probably about 10,000 m. per month. 

(d) Electric furnaces ; Production 15-20 per year. Exported to 
U.S.S.R, ajid Soviet bloc. At outbreak of revolution 20 furnaces 


for CZECHOSLOYiXCA wore h.alf completed. 

(o) Plriao-proof switchboxes wore exported to tho U.S.S.R. 
(f) Shall casos and fuses ; No further knowledge beyond tho 


fact that 

(details unknov/n) had 
during 1956. i 


"sabotage" 

^red frequently in this dop.artment 


/4. During 1953* •• 
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4. 

sots 


i ki 


£T 


During 1953 the fr.ctory wr.s producing wnlkio-tr-llcio rr.dio 
copylL n Gormru. w.r-tinc nrodol (no further dotnils lenown) 
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5 . Porsonnol . 

Pp.otorv Mf^.nagor , 


Design Chief # 


Production Mr.nr.g or. 
Wnr.d of Lnborr.tory. 



Lr.szlo. I 

Dr. POSCL, Im: 


of the Ir.horr.tex-y wr.s 


Th^ tjoi’K 
essentially 


devoted to the copying of motors, 
switchgcr.r md cr.blos to i*nglO“ 
/jncricp.n designs. 


No Russir.ns wo:co 
from the U # S 4 S • R . c ran.:’ 
nnd appeared to be in' 


employed .In the works, ; -n. many visitors 
to the works.. They wore civilian clothed 
:-cstcd mainly in the cable end design 


departments . 
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6. Material shortages . 

There were serious shortages of Copper, Molybdenum, Tungsten, 
Lead and Bakelite. Every attempt was made bo use hluminium as 
r. substitute for copper, even in motor windings. Duo to poor 
materials considerable trouble was experienced with cnrmel 
insulatioxi. 


7 , PlrJit Layout . 

L rough sketch pirn of the works 
at Appendix 'A' to this report. 


given 
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8 . Associated Factories . 

X— rr.y equipment was produced by the associated firm of 

SIEMENS-REINIGjB. I ^ 

/ the rnnual production was about 100 sets per year, 25X1 

mainly for medical and dental purposes. 
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I Appendix ' J J 

Tho SIBL'ENS Works, 128 GYOi lRO I Ut . . BU D ./J^A 3T. 
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HOT accurately to scale. 

Scale: Very approximately 1cm. = 20m. 


Legen d 

a - A.V.H. offices (1 floor) 
b - T.U'. offices (1 floor). 

0 - 2-Stcroy Management block. First aid post on ground floor, 
d - Production of household appliances and flame-proof switchboxes 
(l-storoy). 

0 - Section producing milita.ry equipment (2-storcy). 
c'- Rostrictod zone within c, employing 80-150 persons, 
f - Canteen. 

g - Wood-work shop (cable drums, mouldsctc.) (l-storey). 
h - Motor production (l-storcy) 

1 - Design and Drawing office (i-storeyK 
i'- Design and Dra.wing office (l-storcy), 

j - Ground floor switchgeaj?. 1st. floor lo,boratory. 
k — Ground floor cables. 1st, floor fuseboxes etc. 

1 - Accounts (l-storcy). 
m - Gate-keeper, 
n - Gate . 

0 - Yard with foundries, stores, warehouses etc. 
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